1989 Annual Editorial Index 


Feature-length articles that appeared in Guass Inpustry issues. 
Classifications indicate the major interest of each article. 


Title 


Issue 


Page 


Title 





ANNEALING/STRENGTHENING 


Flat Glass Tempering—How It Works 
Are Rebuilt Lehrs for You? 
Strengthening Equipment Show in Print 


BATCHING 


Pneumatically Based Batch Plant Performs 
Well for CertainTeed 

Statistical Process Control Minimizes Batch 
Weighment Problems 

Batch-Handling Equipment Show in Print 


DECORATING 


Survey Finds Decorators Optimistic about 
1989 

Decorators Fight Legislative Fires 

Decorating Show in Print 

Environmental Challenges Spotlighted at 
Decorators Meeting 


ECONOMICS 


Glass Container Industry Outlook 

Flat Glass Industry Outlook 

Mineral Wool Insulation Outlook 

How the Industry Fared in 1988—Part I 
How the Industry Fared in 1988—Part II 


ENERGY /ENVIRONMENT 


Natural Gas Prospects Should Spur Use of 
High Efficiency Processes 
Minimizing Health Risks During Furnace 


Repairs 
Pollution Control Equipment Show in Print 


FORMING 


Composites Industry Optimistic about the 
Future 

Urethane-Compatible Fiberglass Developed for 
Preform Reinforcements 

Forming Equipment Show in Print 

Glass Container Forming Technology Review 

Flat Glass Production Technology Review 

Fiberglass Production Technology Review 


GENERAL FEATURES 


How Container Coatings Affect Label 
Adhesion 

Where Goeth the Glass Industry? 

LOF Plant Upgrades Its Scheduling Procedures 

The Phoenix Award Goes to Dr. Ryder 

Inspection Equipment Show in Print 


MARKETING 


Market Outlook Rosy for Flat Glass 

Glass Container Manufacturers Seek to Exploit 
the Microwave Market 

Moderate Growth Predicted for Fiberglass 
Composites Shipments 

New Product Development Spurs the Auto 
Glass Industry 


June 
June 
June 


July 


July 
July 


April 
Sept. 
Sept. 


Dec. 


Lens Blank Market Shipments Approach the 
$120 Million Mark 

U.S. Tableware Producers Face the Problems 
of a Mature Industry 

A Flat Market Plagues Solar Glass Producers 

New Markets Spur the Mirror Industry 

Glass Not Likely to Share in Rigid Container 
Growth 


MATERIALS/PRODUCT HANDLING 


Material Handling Equipment Show in Print 


Programmable Limit Switch Change Improves 


Plant’s Productivity 
Specialization Comes to Hot Glass Handling 


MEETINGS /SHOWS 


Glastec 88 Review 

Glass Problems Conference Report—Part I 

Glass Problems Conference Report—Part II 

interGLASSmetal’89 Preview 

Society of Glass and Ceramic Decorators 
Meeting Preview 

interGLASSmetal’89 Report 


MELTING 


All-Electric Furnace Works Well for Gallo Glass 


Are Cross-Fired, Multipass Regenerative Fur- 
naces Cost Effective? —Part I 

Combustion Equipment Show in Print 

Are Cross-Fired, Multipass Regenerative Fur- 
naces Cost Effective? —Part II 

Natural Gas Prospects Should Spur Use of 
High Efficiency Processes 

What You Should Know about Fuel Combus- 
tion 


PROCESS CONTROL/ 
INSTRUMENTATION 


Computer Control Cuts Melting Costs 

How Refiner Automatic Temperature Control 
Affects the Forehearth 

Process Control Equipment Show in Print 


RAW MATERIALS 


Changes in Glass Raw Materials 

How Glass Producer Needs Affect Raw 
Material Suppliers 

Soda Ash Supplies in 1990 Should Be 
Satisfactory 


REFRACTORIES 


Ceramic Welding Solves Refractory Repair 
Problem 

What's New in Fiberglass Furnace Refracto- 
ries? 

What You Should Know about Fusion-Cast 
Refractories 

Observing a Cooling Furnace Offers Clues to 
Its Condition 

Refractory Products Show in Print 

Monolithic Refractories Offer Versatility 


Oct. 


Oct. 


Nov 
Dec. 
Dec 


May 
July 
Aug. 
Aug. 


Aug. 
Nov. 


18 
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36 
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